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MEMORANDUM FOR: 

FROM: 

SUBJECT : 
REFERENCE : 


DDI/PMS/AG 
(At tent i on 


OK ' :Jtn 

(/-t^ 25X1 


OGI Adm i n i s t r a t i v e Staff 

Chief 


25X1 


Building Planning Staff Survey/ 

DDI/PMS/AG note date^^S Nov. 82;^ same subject 


Attached please find an updated organ i zat i ona 
OGI. The chart does not exist anywhere yet except 
ment, because OGI is still in the process of negot 
PMCD/OP vis-a-vis slots, grades, titles and the li 
close as we can get and will be updated as soon as 
total incumbents figure | agrees with what OGI 
on board currently. The August 1982 CRAMS report 
"people"; the difference is the number of independ 
tor s . Regarding work stations - the at taehpd repo 
] while the CRAMS report shows The differ 

fact that in the CRAMS report both ADP and WP 
as work stations; the attached did not (pe 


1 chart for 
on the attach- 
i at i ng with 
ke . I t i s as 
possible. The 
actua lly has 
showed 


the 
counted 
t i ons ) . 


ent contrac- 
rt reflects 
ence involves 
equipment were 
r the instruc- 


Please call the undersigned on 
questions concerning the report. 


if there are 


any 
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25X1 


25X1 

25X1 

25X1 


Attachment : 

DDI/OGI Space Worksheet 
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